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mittee), 167-170 
To Study the Feasibility of an Accreditation 
Program for Hospital Libraries or 
Suitable Alternatives (ad hoc commit- 
tee), 152 
Continuing education courses, 90 
Copyright Panel, 146 
Education, Director of, report, 120-122 
Executive Director, report, 118-120 
General sessions, 143-151 
Group meetings 
Canadian, 146-147 
Cancer Center Librarians, 149-151 
Dental Libraries, 147-148 
Health Sciences Audiovisual, 144 
History of Medicine, 147 
Hospital Libraries, 145 
Medical Library Education, 145 
Medical Library Relevance, 147 
Medical School Libraries, 147 
Medical Society Libraries, 145 
Mental Health Librarians, 146 
Military Medical Libraries, 148-149 
Nursing Libraries Interest, 143 
Pharmacy Libraries, 149 
Public Health and Health Administration Li- 
braries, 145-146 
Research Libraries, 147 
Veterinary Medical Libraries, 149 
Group structure, discussions, 165-167, 170-172 
Handbook Consultants Panel (ad hoc), 153 
Honors and Awards Luncheon, 143 
MLA News, Editor of, report, 118 
Opening session, 91 
Panel sessions, concurrent, 144 
Postconference meetings, 174 
Preconference activities, 90 
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Medical Library Association (continued) 


President, report, 91-94 
President’s inaugural address 
(Clausman) Then and now: the Medical Library 
Association in change, comparison, and 
controversy, 172-174 
Publication Panel, 154 
Representatives and Delegates, reports 
Advisory Board of National Translations Center, 
154-155 
American Association for the Advancement of 
Science. Section T and Section N, 
155-156 
American Association of Colleges of Pharmacy, 
156 
ALA Catalog Code Revision Committee, 158 
ALA Reference and Adult Services Division. 
Bibliography Committee, 156-157 
Cooperative Reference Services Committee, 
157 
Interlibrary Loan Committee, 157-158 
American National Standards Institute 
Committee Z85 on Standardization of Library 
Supplies and Equipment, 160 
Committee Z39 on Library Work, Documenta- 
tion, and Related Publishing 
Practices, 158-160 
American Society for Information Science, 
160-161 
Committce on Inter-Society Cooperation, 161 
Continuing Library Education Network and Ex- 
change, 161-162 
Council of National Library Associations, Inc., 
162 
Joint Committee on Library Education, 162 
Council on Library Technical Assistants, 
162-163 
Federal Library Committee, 163 
Interagency Council on Library Resources for 
Nursing, 163-164 
Joint Committee on the Union List of Serials, 164 
Planning Committee of the Fourth International 
Congress on Medical Librarianship, 165 
Special Consultant on Hospital Library Stan- 
dards, 164-165 
Special Libraries Association, 165 
Sharing sessions, 151 
Vital Notes Participatory Panel, 154 
Roster of officers and committees, 1978/79, 472-495 
Board liaisons and committee assignments, 
473-474 
Board of Directors, 1978/79, 472 
Committee charges and appointments, 474-494 
Audiovisual Standards and Practices, 484 
Bibliographic and Information Services 
Assessment, 475 
Bulletin Consulting Editors Panel, 475 476 
Bylaws, 476 
Certification Appeals Panel, 476 
Certification Eligibility, 476 
Certification Examination Administration, 
476-477 
Certification Examination Review, 477 
Committee on Committees, 477 


Editorial committees 
Bulletin, 478 
MLA News, 478 
Elections, 479 
Exchange, 479 
Executive, 480 
Finance, 480 
Health Sciences Library Technicians, 481 
Honors and Awards, 48 | 
Honors and awards subcommittees 
Ida and George Eliot Prize, 482 
Janet Doe Lectureship, 48 1-482 
Murray Gottlieb Prize, 482 
Rittenhouse Award, 482 
Hospital Library Standards and Practices, 
484-485 
International Cooperation, 482-483 
Interlibrary Loan and Resource Sharing Stan- 
dards and Practices, 485 
Legislation, 483 
Library Standards and Practices, 483-484 
MLA/NLM Liaison, 485-486 
Membership, 486 
National Program, 486-487 
Nominating, 487 488 
On MLA Group Structure Implementation (ad 
hoc committee), 492 
Oral History, 488 
Program and Convention, 488-489 
Publication Panel, 489 
Recertification, 489 
Scholarship, 489 
Status and Economic Interests of Health 
Sciences Library Personnel, 490 
Survey and Statistics, 490 
To Develop a Statement of Goals of the 
Medical Library Association (ad hoc 
committee), 491-492 
To Establish an Inter-Association Representa- 
tives Panel (ad hoc committee), 494 
To Evaluate the Bulletin (ad hoc committee), 
492 
To Prepare a Constitution (ad hoc committee), 
492 
To Study International Exchange and Redis- 
tribution of Library Materials (ad hoc 
committee), 493 
To Study MLA’s Role in Library-Related Re- 
search (ad hoc committee), 493-494 
Vital Notes Participatory Panel, 490-491 
Representatives, 1978/79, 494-495 


How do we make it work, editorial (Pizer), 242-243 
International Cooperation Committee 


International cooperation update, editorial (Camp- 
bell), 354-355 

The Medical Library Association’s international 
fellowship programs (Poland), 447-453 


Legislation Committee 


Renewal of the Medical Library Assistance Act: a 
statement of the 1977/78 MLA Legisla- 
tion Committee, 248-252 


Scholarship program 


Changes in the MLA scholarship program, editorial 
(Mayden), 353-354 


Medical literature 
LATCH at the Washington Hospital Center, 
1967-1975 (Sowell), 218-222 


Continuing Education, 478 
Coordination of Standing Committees for 
Certification, 477-478 
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Medical Literature (continued) 
Materials on Leboyer method of childbirth, letter 
(Prestwich), 246 
A specialized information center: the Clinical Neu- 
rology Information Center (Friedlander), 
309-314 
Medical school libraries 
A:va health education center libraries and medical 
school libraries: establishing an interface 
(Bandy), 426-431 
CONTU guidelines and the small medical school li- 
brary, letter (Byrd), 244 
Evaluation of a clinical medical libyarian program at 
the Yale Medical Library Se et al.), 
319-326 
Friends of the library groups in health sciences li- 
braries (Leatherbury and Lyders), 315-318 
*MEDLEARN*, see Computer-assisted instruction 
MEDLINE, see On-line bibliographic retrieval systems 
Mental health librarians 
Health sciences librarians and mental health laws 
(Hartz), 441-446 
MEYERHOFF, ERICH 
The 1977 Janet Doe Lecture: a clarification (letter), 
360-361 
report, 162 
Meyn, M. FAYE 
(with Marilee M. Thome) A new method of classifying 
clinical nursing monographs, 460-461 
Microforms 
Microforms: uses and potential (Bell), 232-238 
MILLARD, SANDRA K. 
(with Gregory S. Andriate) MEDCORE: commit- 
ment to cooperation, 57-58 
MILLER, JEAN K. 
report, 142-143 
Mirsky, PHYLLIs S. 
report, 123-126 
see also EVANS, ALMA 
MOLL, WILHELM 
report, 154-155 
Morris, Lynne D. 
Health information for patients (letter), 363 
MUELLER, JEANNE G. 
Panel discussions on writing for the Bulletin (letter), 
245 


National Library of Medicine 
Librarians in small hospitals, letter (Read), 244-245 
Networks of libraries 
The CHIPS project: a health information network to 
serve the consumer (Goodchild et al.), 
432-436 
Library network development, letter (Martin), 471 
A union catalog of monographs: another approach 
(Kronick and Bowden), 281-289 
Nursing 
Classification of clinical nursing texts: a new approach 
(Caffarel), 52-55 
A new method of classifying clinical nursing 
monographs (Meyn and Thome), 460-461 


Obituaries (author’s name in parentheses) 
Cranny, Melecia Ellen (Fredericksen), 85 
Schuman, Ida Walerstein (Keys), 278-279 
Sitner, Mollie (Marson), 278 
On-line bibliographic retrieval systems 
CATLINE as an acquisitions tool for health and 


514 


patient education materials (Sorrentino, 
Fierberg, and Goodchild), 458-460 
MEDLINE training within the library school cur- 
riculum: quality control and future trends 
(Berk and Davidson), 302-308 
An SDILINE profile oriented to patient care (Funk), 
223-227 
A survey of computer search service costs in the 
academic health sciences library (Shirley), 
309-396 
ONSAGER, LAWRENCE W. 
A bibliography of recommended lists of books and 
journals for health sciences libraries, 
338-339 
(with George V. Summers) Fees for information ser- 
vices to hospitals: a California experience, 
414-419 
OPPENHEIMER, GERALD 
reports, 95-99, 134 


PALMER, JOSEPH W. 

Changes in medical librarianship: a content analysis of 
job advertisements in the MLA News, 
1961-1977, 464-466 

Patient education 

Health information for patients, letters, (Elsesser) 
362-363, (Morris) 363, (Roth) 363 

Hospital-based patient education programs and the 
role of the hospital librarian (Harris), 
210-217 

Providing health care information to patients in a 
small hospital (Rickards), 342-345 

Periodicals, see Serials 

Pizer, IRWIN H. 
How do we make it work? (editorial), 242-243 
report, 138-141 

POLAND, Ursuta H. 

Erika Love: President, Medical Library Association, 
1978/1979 (President’s Page), 355-359 

The Medical Library Association’s international 
fellowship programs, 447-453 

report, 131-132 

Port, JANES. 

reviews, 77-78 

President’s Page 

(Clausman), 65-66 

Erika Love: President, Medical Library Association, 
1978/1979 (Poland), 355-359 

The evolutionary process of organizational involve- 
ment (Love), 468-470 

PRESTWICH, LINDA 

Materials on Leboyer method of childbirth (letter), 

246 


READ, MARGERY 
Librarians in small hospitals (letter), 244-245 
Reference books 
Comparisons of American medical dictionaries 
(Callard and Fruehauf), 327-330 
RicKARDS, Doris J. 
Providing health care information to patients in a 
small hospital, 342-345 
ROBINOW, BEATRIX H. 
report, 152-153 
ROELANTS, G. 
Citation analysis (letter), 363-364 
ROGERS, FRANK B. 
review, 366-367 
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Roth, BRITAIN G. 
Health information for patients (letter), 363 
Health information for patients: the hospital library's 
role, 14-18 
RUBINTON, PHYLLIS 
review, 256-258 
RUSTIGIAN, J ACKIE 
report, 129-130 


SARGENT, CHARLES W. 
Zero-base budgeting and the library, 31-35 
ScuMipT, DEAN 
report, 123 
Schuman, Ida Walerstein 
Obituary (Keys), 278-279 
SDILINE, see On-line bibliographic retrieval systems 
Ser, Puy iis C., see Divisiss, J. L. 
Serials evaluation 
Faculty participation in an evaluation review of low- 
use journals (Bess and Love), 461-463 
Report on subsequent demand for journal titles 
dropped in 1975 (Bastille and Mankin), 
346-349 
Retention of journals in hospital libraries, letter 
(Garvey), 245 
Serials selection 
Systematic serials selection analysis in a small 
academic health sciences library (Byrd and 
Koenig), 397-406 
Serials subscriptions 
Periodicals prices: U.S. medical titles, letter (Barry), 
360 
SHIRLEY, SHERRILYNNE 
A survey of computer search service costs in the 
academic health sciences library, 390-396 
Sittner, Mollie 
Obituary (Marson), 278 
SLATER, DIANA 
reviews, 261-262 
SmitH, RuTHC. 
report, 122 
SORRENTINO, SHERRILL 
(with Joan Fierberg and Eleanor Y. Goodchild) 
CATLINE as an acquisitions tool for health 
and patient education materials, 458-460 
Southeast Asia 
A profile of health sciences libraries in Southeast Asia 
(Dhir and Anand), 290-295 
SOWELL, STEVEN L. 
LATCH at the Washington Hospital Center, 
1965-1975, 218-222 
Special collections 
Archives and special collections on women in medicine 
at the Medical College of Pennsylvania 
(Chaff), 55-57 
Standards of library service 
Toward hospital library standards in Canada 
(Flower), 296-301 
STANDING, Roy A., see EISENBERG, LAURA J. 
STEIN, BESSIE A. 
report, 157 
STRASSER, THERESA C. 
The information needs of practicing physicians in 
northeastern New York state, 200-209 
Summers, GEORGE V., see ONSAGER, LAWRENCE W. 


TALON, see Networks of libraries 
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TAYLOR, SUSAN D., see K asses, CAROL D. 
THOME, MARILeE M., see MEYN, M. Faye 
THOMPSON, JAMES A. 

(with Michael R. Kronenfeld) The papers of Senator 
Lister Hill at the University of Alabama in 
Birmingham, 466-467 

TIDBALL, CHARLES S., see EISENBERG, Laura J. 
Time and cost studies 

A survey of computer search service costs in the 
academic health sciences library (Shirley), 
390-396 

Work analysis by random sampling (Divilbiss and 
Self), 19-23 

TRUELSON, STANLEY D., Jr. 

report, 122-123 


UMBARGER, HAROLD N., see GOODCHILD, ELEANOR Y. 
Union catalogs 
A union catalog of monographs: another approach 
(Kronick and Bowden), 281-289 
Use studies 
Book availability in the University of Minnesota Bio- 
Medical Library (Wulff), 349-350 


VAILLANCOURT, PAULINE M. 
review, 259-260 
VANDERSCHMIDT, HANNELORE F., see FEENEY, BETTY 
Veterinary medicine 
An information service for practicing veterinarians 
(Drake and Woods), 437-440 
VirGo, JULIE A. 
reports, 120-122, 161, 161-162, 162-163 


WADDELL, SAMUEL J. 
(with Emi Akiyama) report, 163-164 
WALLER, SALVADOR B. 
report, 163 
WANNARKA, MARJORIE 
report, 156 
WATTERSON, RON 
report, 152 
WENDER, RUTH W. 
Hospital journal usage (letter), 246-247 
report, 152 
Wiaains, EMILiE V. 
report, 158 
WILLIAMS, James F., Il 
report, 167-170 
WOELFL, Nancy N. 
reports, 142, 158-160, 160-161 
Women librarians 
Power, women, and MLA, letter (Ambrose), 67-68 
Woop, M. SANDRA, see LEHMAN, Lois J. 
Woops, LAWRENCE A., see DRAKE, MIRIAM A. 
WuLFF, YVONNE 
Book availability in the University of Minnesota Bio- 
Medical Library, 349-350 


Yale University. Medical Library 
Evaluation of a clinical medical librarian program at 
the Yale Medical Library (Greenberg et al.), 
319-326 


ZACHERT, MARTHA JANE K. 
Books and other endangered species: an inquiry into 
the values of medical librarianship (Janet 
Doe Lecture), 381-389 
ZINN, NANCY WHITTEN 
review, 265-266 
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